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Summary: In resent years a mysteries order of Black Knights have 
risen to protect royalty and those who truly need it. Only four 
things are know for sure the main 48 go by constellations, they ride 
dragons, the leader is Draco and he rides the spawn of lightning and 
death . 


Order of the 48 Black Knights 

_**I do not own How to train you dragon or Frozen**_ 

_**I am dyslexic and doing this for fun so don't hold spelling or 
grammar against me I will try to find all the mistakes I can Thanks 
The Fish King**_ 

"Open the gates" Elsa the queen to be yelled so that all the servants 
could hear. The doors to the grate castle of Arendelle flew open 
closely followed by princes Anna. 

"In the first time in forever... UH" Anna was so ecstatic to be able 
to leave the castle that she ran directly into what felt like a heard 
brick wall. The young princess fell to the ground of the court yard 
dizzied from her impact. Shaking the stars from her head Anna turned 
to look at what she ran into. The first thing she saw was a right 
hand covered in black. Tacking it the princess was helped up by the 
man she ran into. Her eyes widened as she took in the sight before 
her. The man was a little over six foot six and where strange black 
armor. The armor looked like leather but from her in pact she know 
that it was metal. The armor itself was fairly simple except for 
where it jutted out to cover joints. At these point the armor became 
more dragon like than the rest of its design. The man's left arm was 
covered by a silver cloaked that originated at the back right side of 
his neck the other end of the cloaked was attached to front middle of 
his let collar bone. The cloaks neck line was edged with a red fur 
the only coloring on the front of the armor. A somewhat large sword 
was strapped to right side of his back. All Anna could see of it was 
its handle witch was in the shape of a dragon, unknown to the princes 
a second shorter sword lay hidden at the man's left side under the 



cloaked, the twin of the larger blade. The man's face was cover in a 
black helmet that completely obscured his face. In a voice heavily 
distorted by the helmet. In fact it was so distorted that Anna new 
that if he took off the helmet she would never place the voice even 
with the distortion the man's voice was still soft and 
polite . 

"Sorry Princes Anna. Are you hurt" she was surprised. Anna did not 
expect for any one from outside to know who she was. 

"How did you know I'm one of the princess" with out missing a beat 
the man simply replied 

"It is my job princess" the young princess simply look dumfounded at 
the man in front of her. 

"Who are you?" before he could answer the question the captain of the 
guard ran up. 

"Princess are you ok" Anna simply nodded, turning the captain look at 
the black knight. "And why in are lords name is one of 48 Black 
Knights doing in Arendelle" 

"My tittle is Aquila" hearing his name Anna simply mumbled the Eagle 
recognizing the constellation "and I believe this will answer your 
question" Aquila produced a pitch black scroll from under his cloaked 
arm and handed it to the Captain. Opening the scroll the captain 
began to read, after what felt like an eternity his eyes widened. 
Rerolling the scroll the captain addressed the princes. 

"Sorry mam you'll have to excuse me and Aquila we must go talk to you 
sister." Turning on his heels the captain followed by Aquila strode 
into the castle in search of the soon to be queen. Shrugging Anna ran 
out into the town. 

Time line 

OAB At 15 Hiccup finds and befriends Toothless then leaves Berk after 
discovering the Red Death NEVER TOOK ASTRID ON THE ELIGHT (dating 
scheme called AB "After Berk") 

1-3 AB Hiccup explores the Viking land then travels south finding 
Arendelle, Corona, Highlands and other kingdoms. Gathering companions 
on the way. 

4AB Hiccup finds and abandoned black castle and names it Night fall 
settles down with his friends 

5AB Hiccup leads his friend against the Red Death losing his foot in 
the process. 

7AB the Order black knights is founded open to all who are worthy. 
Elsa hurts Anna 

SAB the order reaches the goal of 48 Black knights, all dragon 
riders, and a hundred silver knights. Hiccup takes the name 
Draco 

9AB Drago kills Stoick at a fake meeting of the Chiefs. Drago is 
defeated by the Order of Black Knights. 20 of the 48 die, 60 of the 



hundred Silver Knights died. 


lOAB Draco meets with the reality of the lands to explain the order. 
Astrid takes over Berk by defeating Snotlout in mortal combat. 

13AB the events of Brave occur. Merida defeats Mor'du with the help 
of the Black Knight Sagittarius. 

15AB the Order learns of Elsa ability from her parents and sighs the 
protection contract. Leo Is assigned to the sisters in secret. 

16AB events of Tangled occur the Black Knight Lupus is present in 
Corona . 

17AB Elsa and Anna parents are killed at sea on the way to Eugen ' s 
and Rapunzel ' s wedding. Two of the 48 die with them Arago Navis, 

Lyra . 

20AB Hiccup is now 35. My story. Events of Erozen 
Rules of the order of Black Knights 

Only those who have obtain the statues of a Black Knight can learn to 
ride a dragon. 

A Silver Knight can only become a Black Knight in two ways. In Each 
way he or she takes the name of there predecessor. 

Challenges and defeats a Black Knight in mortal combat 

Wins the tenement after a Black Knights death. 

No Knight shall reveal the secrets of the order under the punishment 
death . 

Knights will uphold the law of the land they are signed two. 

Two of the order cannot fight each other in war. If the kingdoms they 
are working for go to war the Draco will decides witch to support, or 
in the case where Draco cannot be contacted, or a new Draco has been 
chosen, the remaining 48 , except for the two assigned to the warring 
kingdoms, vote on which to fight with, if at any. 

Draco's word is final 

No order member will hurt a dragon unless completely needed. 

The knights of the order first loyalty is to the Order then the 
kingdom they serve. 

Knights cannot have families, but can stay in the Order with their 
family's they just do not carry the titles of a Knight. 

The title of Draco can only be claimed if the former Draco is killed 
or retires . 

If he/she is killed then a nonfatal tournament will be held only 
within the remaining Black Knights. 

If Draco retires he/she can choose a successor or hold the nonfatal 



tournament . 


If the Black Knights fell that Draco no longer deserves the title 
they can chose a champion to challenge him to mortal combat. 


End 
f lie . 



